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ACTION OES-06 

INFO OCT-01 10-13 ISO-OO FEA-01 ACDA-10 CIAE-00 INR-07 

L-03 NSAE-00 NSC-05 EB-07 NRC-07 DODE-OO /060W 

041464 

R 100800Z NOV 76 
FM USMISSION IAEA VIENNA 
TO USERDA HQ WASHDC 
USERDA HQ GERMANTOWN 
INFO SECSTATE WASHDC 8351 

UNCLAS IAEA VIENNA 9274 

EO 11652: N/A 

TAGS: IAEA, TECH, US 

SUB J : U.S. EQUIPMENT GRANTS FOR 1976 

REF: A) CLIFFORD, GABBERT TWX R161417Z SEP T76 
B) CLIFFORD/CONGDON TWX R201932Z OCT 76 

1 . IN RESPONSE REFTWX A, AGENCY HAS SUPPLIED 
FOLLOWING DETAILS: 

"ECU/3/03: THE GOVERNMENT OF ECUADOR DOES NOT 
REQUIRE AN IMPORT LICENSE. THE AIR WAYBILL (OR OCEAN 
BILL OF LADING FOR SURFACE SHIPMENTS), COMMERCIAL 
INVOICE AND CERTIFICATE OF ORIGIN WHEN PRESENTED 
TOGETHER ARE SUFFICIENT FOR CUSTOMS CLEARANCE PURPOSES. 
"MAL/6/05: MICROMEDIC MODEL 24006 HIGH SPEED 
PUMPS (NOT MODEL 24002) WOULD BE MOST SUITABLE. 

"PER/1/02: FOR THE FILTER REQUIREMENTS, PLEASE 
DELETE THE CALIBRATION REQUIREMENT IN STEPS OF 0.1 
MM FROM 0.1 MM TO 1 MM FROM THE SPECIFICATIONS. FOR 
THE DIAPHGRAGM REQUIREMENTS, PLEASE DELETE THE 
CALIBRATION REQUIREMENTS IN STEPS OF 10 MM BETWEEN 
30 MM AND 50 MM FROM THE SPECIFICATIONS. 

PLEASE NOTE THAT THE X-RAY UNITS ARE INTENDED 
FOR USE AS CALIBRATION X-RAY SOURCES, AND SHOULD 
OPERATE WITH CONSTANT POTENTIAL IN ODER TO DELIVER 
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THEREFORE BE UNDERTAKEN BEFORE THESE UNITS ARE 
PURCHASED. 

"PHI/1/10: THE EQUIPMENT WILL BE USEDIN THE 
PHYSICS RESEARCH DIVISION AT THE ATOMIC RESEARCH 
CENTER, PHILIPPINE ATOMIC ENERGY COMMISSION, CON 
MARIANO MARCOS AVENUE, DILIMAN, QUEZON CITY, 

PHILIPPINES. 

"PHI/4/10: THE KROHN-HITE MODEL NUMBER IN ITEM 
10 OF THE SPECIFICATIONS SHOULD READ 3550 INSTEAD 
OF 3350." 

2. IN RESPONSE REFTWX B RE MAL/6/05, AGENCY IS NOW 
CONSIDERING CHOICE OF PUMPS. MISSION WILL ADVISE AS 
SOON AS ANSWER RECEIVED. STONE 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: TECHNICAL ASSISTANCE, EQUIPMENT, IMPORT LICENSES, SHIPPING DOCUMENTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 10 NOV 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976IAEAV09274 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D76041 8-0829 
From: IAEA VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 976/newtext/tl 9761 1 63/aaaaccpt. tel 

Line Count: 76 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: oatisao 
Review Comment: n/a 
Review Content Flags: 

Review Date: 02 AUG 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 AUG 2004 by schwenja>; APPROVED <27 AUG 2004 by oatisao 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: U.S. EQUIPMENT GRANTS FOR 1976 
TAGS: TECH, US, EC, IAEA 
To: ERDA 
Type: TE 
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